CHARLES    I
time Charles was kept in an honourable and far from stringent confinement, but as his efforts to profit by the dissensions that had broken out in the ranks of his enemies became increasingly obvious, and after he had made two unsuccessful attempts to escape, it was finally decided that the King must die* On January 30, 1649, after a farcical and disgusting trial, in the presence of a vast and strangely silent crowd, Charles I, dignified and courageous to the last, was beheaded outside his own palace of Whitehall.
Charles's good qualities were many, his faults were few, but circumstances had placed him in a position where his virtues availed him nothing and his defects were bound to involve him in disaster. In so far as he died in defence of his religious convictions he may justly be esteemed a martyr, but inasmuch as his execution was the result of his political actions he must be considered as being himself responsible for his tragic fate.
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